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UNCLASSIFIED 

PAGE 01 STATE 144293 

42 

ORIGIN HEW-08 

INFO OCT-01 EUR-06 ISO-OO SCI-01 RSC-01 /017 R 
66618 

DRAFTED BY DHEW/FDA/JRWEINROTH MD 
APPROVED BY SCI MSBEAUBIEN REC 7/3 
DHEW/OIH/MACODDING 
EUR/CAN DCHOLTON INFO 

008888 

R 032129Z JUL 74 
FM SECSTATE WASHDC 
TO AMEMBASSY OTTAWA 

UNCLAS STATE 144293 

E.O. 11652: N/A 
TAGS: TGEN 

SUBJ: SAFETY OF MICROWAVE OVENS 
REF: OTTAWA 2035, JUNE 27, 1974 

FDA ADVISES THAT APPROPRIATE CONTACT FOR ONTARIO PROVINCIAL 
GOVERNMENT WITH RESPECT TO THEIR QUESTIONS ON SAFETY OF 
MICROWAVE OVENS WOULD BE JOHN C. VILLFORTH, DIRECTOR, 
BUREAU OF RADIOLOGICAL HEALTH, TWINPARK BUILDING, 12720 
TWINBROOK PARKWAY. ROCKVILLE, MARYLAND 20852. TELEPHONE 
NUMBER - AREA CODE 301 - 443-4690. SISCO 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, ELECTRIC APPLIANCES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE144293 

Document Source: CORE 

Document Unique ID: 00 

Drafter: FDA/JRWEINROTH MD 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 78-0887 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740776/aaaacmyh.tel 

Line Count: 42 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: OTTAWA 2035, JUNE 27, 1974 
Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 6 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <16 JUL 2002 by thomasv0>; APPROVED <06-Aug-2002 by garlanwa> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: SAFETY OF MICROWAVE OVENS 
TAGS: TGEN 
To: OTTAWA 
Type: TE 
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